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ERRATA. 

p. 1. 

38, 10, for 100 : 180,46, read, 100 : 80,46. 

35, 12, note, for ce dernier aussi, read, ce dernier ainsi. 

35, 13, note, for une degere, read, line legere. 

36, 18,/»r a -£s, read, a -j^ erne. 

39, \i,for rapport de 100.83, read, rapport de 100 : 83. 

41, 6,/or ligneux amilace 92, read, ligneux amilace 9,2. 

42, 6,/or 26 centira. cubes, read, 96 centim. cubes. 
45, 6, for 42 heures, read, 42 jours. 

196, 14, /or 374, read 3.74. 

— 20,/>r 0,3 1 4, read 39.23. 

— 21 ,for be be, read be. 

199, 8, and S,for so that, read and that. 

— 19,/or 0.9T5, read 0.995. 

— SI, for 21.460, read 21,580. 



